| Think You Will Love This Music Too — Montage #395 
“Mahler: Symphony (ie) No.5” 


Elapsed/ Work Details / Détails Performer(s) / Interprète(s) 
Repère 
Gustav MAHLER (1860-1911) Wiener Staatsoper Orchester 
Herrmann Scherchen, conducting / direction 
Symphony (ie) No.5 in C Sharp Minor / en ut dièse mineur 
(1901-02) 
00:00 1. Trauermarsch. In Gemessenem Schritt. Streng. Wie Ein 
Kondukt 
11:20 2. Stürmisch Bewegt. Mit Größter Vehemenz 
24:54 3. Scherzo. Kräftig, Nicht Zu Schnell 
43:01 4. Adagietto. Sehr Langsam — Attacca 
52:12 5. Rondo-Finale. Allegro — Allegro Giocoso. Frisch 


(Total — 67:26) 


